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HARYANA GOVT GAZ , MARCH 14 , 1989 (PHGN . 23 , 1910 SAKA ) 


[ PART I 


PUBLIC WORKS DEPARTMENT 

IRRIGATION BRANCH 

The 9th March , 1989 
No. 1294 / IL - Whereas the Governor of Haryaga is satisfied that the land specified below is 
Deeded by the Goveroment, at public expense , for a Public purpose , namely , for constructing .Gurgaon 
Water supply Channel from K.M. 18 to K.M. 19.924 off taking at RD, 227800 right of Delhi Branch , 
(Parallel to Pai distributary K.M. 18 to K.M. 19.924) in village Pai, tehsil Sonepat , district Sonepat , 
for which a notification has been issued under section 4 and published ,-vide Haryana Government, 
Irrigation Department notification No. 8298 / IL , dated 9th December, 1988 in Haryana Government 
Gazette , 

It is hereby declared that the land described in the specification below , is required for the 
above purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894, for 
information of all to whom it may concera . 

Plans of the land may be inspected in the offices of the Land Acquisition Collector, Irrigation Branch , 
Rohtak and Executive Engineer, Gurgaon Water Supply Construction Division , No. 2, Babadurgarh . 

SPECIFICATION 


District 


Tehsil 


Sr. 
No. 


Village 


Hadbast 
Number 


Area in 
acres 


Boundary 


2 


3 


5 


7 


Sonepat 


Sonepat 


Pai 


20 


51 


A strip of land measuring 6310.72 
foot in length varying in width 
Passing through Khasra number 

as below . 
9.41 40 / 10 , 11 , 

6 , 15, 16 , 17, 23 , 24 

Rasta No. 73 . 
6 / 2 , 3, 9, 10 , 11, 20 . 
7 ! 16 16 

24 , 25 . 
I 2 
12 / 4 , 5 7 

8 , 13, 

2 
19 , 21 , 22 , 

Rasta No. 8L , 
131 1 

2 10 10. 21, 


** 


1 


1 


1 


1 2 

2 
141 

6 , 14, 15 , 17 , 24 . 
221 3 . 4 8 . 12, 13 , 19 , 20 , 21 


1 


Road No. 71 
191 

5 , 6 , 7 , 13 , 14 
2111 


, 1 


And Generelly lying in the 
Direction from North East to 
South West as per demarcation 
at site as shown in the Index 
Plan . 


By the order of Governor of Haryana 

D. N. VERMA, 

Superintending Engineer, 
Gurgaon Water Supply Construction , 

Circle No.1, Rohtak . 


